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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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1. Scope — Covers the technical data to be supplied by a purchaser while placing an enquiry or 
order to a supplier for the purchase of a hammer mill. 

2. Purchaser's Data Sheet 



PURCHASER'S DATA SHEET FOR HAMMER MILLS 



1) Description of material 

a) Boulder/Slabby 

b) ROM/Primary crushed 

2) Bulk density of the material kg/m 3 

3) Specific gravity of the material 

4) Characteristics of material, such as: 

a) Moist » Yes/No 

b) Corrosive Yes/No 

c) Abrasive Yes/No 

d) Sticky/Free flowing 

e) Hygroscopic Yes/No 

5) Moisture Percent, Max/Min 

6) Clay Percent, Max/Min 

7) Physical characteristics and crushing strength 

8) Total silica content Percent 

9) Free silica content Percent 

10) Feed size « < • mm, Max 

11) Size analysis of feed ( if available) 

12) Size of crushed material desired mm 

a) Max 

b) 80 percent passing 

13) Capacity of crusher required t/h 

14) Any special requirement 



EXPLANATORY NOTE 

The information given by a purchaser according to this data sheet will enable a manufacturer 
or a supplier to assess the exact requirements of the purchaser and to recommend him the most 
suitable type of equipment. 
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